Whenever rock is used in backfilling it should be mixed v, so as to prevent voids which will result in future settlemer should always be excavated sufficiently below the sewer, 6 in less, to permit the introduction of a layer of sand or gravel ti localization of stress and resulting injury to the structure u masonry is to be built directly upon the rock in a manner to \ distribution of the local stresses.